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14th September 1973 
AIRMAIL 


100 Park Avenue, 

New York 10017, U.S.A, 


Dear Sir, 


British Patent Application No, 40138/71 
Philip Morris Incorporated, Your Pile: 
582-736 Great Britain, Our Folio No. A, 
18002 - TR/PBM _ 

Thank you for your letter of 7th September 1973, 


We have now amended the complete specification in such a way 
that we consider each of the objections raised by the Examiner should 
be overcome. We are enclosing two copies each of new pages 4 and 22 
which are to take the place of original pages 3 and 21. We also en¬ 
close two copies of a Schedule of the amendments which we suggest be 
made to the remaining original pages of the complete specification. 


We have little comment to make on the amendments which we 
propose. We have deleted original claims 21 to 23 in response to 
the objection raised in the first two paragraphs of the Official 
Letter, The substances capable of evolving ammonia and carbon di¬ 
oxide are now defined as substances which are capable of evolving 
the specified substances when heated at a temperature of from 250 
to 700°P., this being the temperature range specified for the heating 
step of the main claim. The various references to the possibility 
of puffing the treated tobacco merely by operating at reduced 
pressure (original page 3, lines 17 and 18 and original page 9, 
lines 15 and 19 to 22) have been deleted since the main claim re¬ 
quires the puffing step to be carried out by heating to a temperature 
within the specified temperature range. 
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We must emphasise that the amendments which we propose are 
the minimum required to meet the Examiner's objections. Since no 
prior art has been cited by the Examiner they do not, of course, 
take into account any prior art other than that acknowledged in 
the introductory portion of the specification. If, therefore, you. 
are aware of some prior art, possibly cited against the corresponding 
U.S. case, which anticipates any of the claims please let us know 
in order that we may modify our proposals. 

We ask you to note, incidentally, that we have included a 
claim, claim 19, which specifies the moisture content, amount of 
ammonia and amount of carbon dioxide specified in the broadest 
claim allowed on the corresponding U.S, application. 

Please review the amendments which we propose and let us know 
whether or not they meet with your approval. The normal acceptance 
term will expire on 22nd February 1974, 


Yours faithfully, 



J.A. KEMP & CO, 


PBM/GS. 


J 
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